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CHAPTER I 


INTRODUCTION 

1.1 General 

Structural sandwich construction is defined as a construction consisting 
of a combination of alternating dissimilar simple or composite materials, 
assembled and intimately fixed in relation to each other so as to use the 
properties of each to specific structural advantages for the whole assembly 
(ref. 1). Some of the many advantages of sandwich constructioi include: high 

strength-to-weight ratio, smooth surfaces, good stability, high load carrying 
capacity, increased fatigue life and high sonic fatigue endurance, and good 
insulative properties. For these reasons the use of sandwich construction has 
steadily increased. 

Sandwich construction is by no means a novel concept. Although accounts 
of its origin differ among authors, one of the first records of the use of 
sandwich structure is that by Fairbairn in 1849 (ref. 2) in the construction 
of the Britannia Tubular Bridge. The incentive for sandwich development 
the aircraft industry came in the early 1900's with the desire to build a true 
monocoque airplane (ref. 3). In 1919 sandwich structures were used as skin 
for the pontoons of the Sundstedt airplane, built in the United States, in 
1924 a German patent was granted to Th. Von Karman and P. Stock, and in France 
in 1938, S. E. Mautner designed ar.d built sandwich wings for a small privately 
owned aircraft (ref. 4). The early 1940's saw the coming of age of sandwich 
construction with the British World War II de Havilland Mosquito Bomber whose 
fuselage had a balsa wood core In conjunction with plywood facings. Various 
cores have been used (ref. 5) but une most successful to date has been the 
hexagonal -cell honeycomb core which has been used in structural panels for the 
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8-58, B-70, and F-lll series aircraft, as well as in many production 
helicopter rotor blades and also In the Apollo spacecraft. Aluminum honeycomb 
sandwich is presently used in the construction of the British Concorde (ref. 
6 ). 

The development of new materials such as composites (lamir3s of 
high-strength fibers embedded in a resin matrix, oriented at various angles 
with respect to one another and consolidated to achieve desired directional 
material properties), and new adhesives and fabrication techniques as well as 
innovative design concepts (ref. 7) affords limitless applications for 
sandwich construction and insures increased future usage. Many flight service 
programs in military and comnerical aircraft were begun in the early 1960's to 
qua’ify the use of composites in the aerospace industry. One of the first 
components to achieve flight status was thr horizontal stabilizer of the F-lll 
aircraft (refs. 8 and 9). The first production advanced composite sandwich 
structure was the F - 14 horizontal stabilizer (ref. 1C) which consisted of 
boron/epoxv racings adhesively bonded to a full -depth honeycomb core. Other 
coinnerical and military uses of sandwich structures are cited in references 11 
and 12. In each instance composite designs resulted in mass savings of 
approximately 25 percent over metallic designs. Hence, the use of advanced 
composites in structural sandwich designs will continue to increase as the 
need for lighter and higher strenqth structures increases. 

With the advent of advanced composite materials (ones which utilize high 
strength graphite or boron fibers), polyimide resins and adhesives, and 
thin-gage prepreg development; lightweight composite sandwich panels can be 
developed for use on space transportation systems such as Space Shuttle 
(refs. 13 to 15) at temperatures up to 589K (600°F). Considerable reductions 
in shuttle mass can be realized by the direct replacement of the aluminum 
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sub-structure with graphite/polyimide (Gr/PI) panels; an even greater savings 
In Insulation mass (Reusable Surface Insulation (RSI) in the case of shuttle) 
Is possible because of the higher use temperature of graphite/polyimide 
material over the aluminum it is replacing. An additional advantage in using 
graphite fibers in the facings is that the low coefficient of thermal 
expansion of such panels more closely matches that of RSI and hence could 
possibly eliminate the need for a strain isolation system (such as the strain 
isolator pad in the case of shuttle (ref. 16)) between the insulation and the 
sub-structure. Thus for reusable space transportation system- the use of 
advanced conposites is desireable to save structural mass. Because of 
predictions of potential mass savings as high as 25 percent (ref. 17), a 
program was initiated at NASA Langley Research Center entitled Composites for 
Advanced Space Transportation Systems (CASTS), the purpose of which is t:> 
design a conposite body flap for the Shuttle Orbiter. 

1.2 Objectives and Scope 

The purpose of the present study is to experimentally investigate the 
buckling behavior of Gr/PI sandwich panels which were designed as the skin of 
the shuttle bodyflap. The sandwich designs must be capable of withstanding 
temperatures ranging from 116 to 589K (-250 to 600°F). Because of the limited 
data of bonded Gr/PI honeycomb structures at these temperature extremes, 
honeycomb sandwich specimens were fabricated and tested to determine adhesive 
and facing material properties. Gr/PI sandwich panels were then designed, 
fabricated, and tested at room temperature in uniaxial compression to study 
buckling of such panels. 

Preliminary studies of loads on the body flap of Shuttle indicated that a 
biaxial state-of-stress exists (ref. 18). Based on the low magnitude and 
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biaxial nature of stresses* minimum gage [0*+45*90] s laminates Mere chosen for 
the facings of the sandwich skin of the body flop. The Materials chosen for 
fabrication of the sandwich panels of the present study represents the best 
choice at the tine of selection according to the following pt mutt ers: 

(1) strength retention at elevated temperature, (2) low density* 43) 
commercial availability* and (4) ease of fabrication. Cel Ion 3000/PWU1S 
Gr/PI was selected as the facing naterlal. FM-34 as the polylnlde file 
adhesive* and Hexel HRH-327-3/3-4 as the gl ass/poly Ini de hon eyco mb core. 

Flatwise tensile specimens were tested at 116* R.T.* and 589K (-250, 

R.T. , and 600°F ) to determine a cure cycle for FM-34 which would product a 
high-strength adhesive bond and to Investigate the possibility of using a 
liquid cell-edge version of that adhesive. BR-34, which has a potential for 
saving considerable mass as noted In reference 13. Sandwich bean flexure 
specimens were fabricated and tested In four-point bending to determine 
tensile and compressive material properties of the facings. [0.+45.90.-453S 
laminates of Cellon/PK," 15, at 116, R.T., and S89K (-250* R.T., and 600*F). 
Honeycomb core material properties were obtained from reference 19. 

Buckling specimens 30.5 x 33.0 cm (12 x 13 In.) were designed and 
fabricated In various core thicknesses to study local and general instability 
failure modes and to evaluate methods for predicting critical failure loads. 
Analytical formulas (refs. 19 to 25) were used to determine upper and lower 
bounds on critical stresses related to local and general buckling such as: 
Intracellular buckling (dloplmg), wrinkling, shear crimping, and overall 
buckling. To prevent premature end failures of the specimens, techniques such 
as potting the honeycomb near the ends and tapered end t&'s (refs. 25 and 26) 
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and scalloped doublers (refs. 27 and 28) have been used fay other 
investigators. The specimens in the present study use potted ends and tapered 
end tabs to prevent local core crushing and end brooming of the composite 
facings and have scalloped doublers to enhance load diffusion into the panel 
to prevent stress concentrations near the loaded edges and hence prenature 
failure there. A test rig, similar to that of references 25 and 29, was 
designed and used to insure a uniform strain distribution across the specimen 
width. The Noire fringe method was used to evaluate the buckled mode shapes 
of the panels and to determine the onset of buckling. The buckling specimens 
were tested in uniaxial edgewise congress ion at room temperature and were 
simply supported about all four edges. 

1.3 Brief Review of Pertinent Literature 

A good historical review of methods of analysis of sandwich structures 
can be found in references 22, 24, and 25. Host analysis methods assume an 
antiplane core, one which possesses no stiffness in the plane of the plate but 
has a finite shear stiffness in planes normal to the facings. The main 
difference in the analysis of sandwich plates from regular flat plates is that 
shear deformation caused by the flexible core material in sandwich panels 
cannot be neglected. Also, the existence of a flexible core material allows 
additional instability modes of failure such as wrinkling, dimpling and shear 
crimping. 

Currently there are two methods of analysis of sandwich panels: The 

general method which includes equations of equilibrium of the separate facings 
and core and the necessary continuity conditions and can hence determine both 
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general and possibly 'xal Instability modes of failure and the selective 
method which looks at wrinkling and bending of sandwich panels separately. 

Several authors have Investigated the general method: Relssner (ref. 30) 
looked at Isotropic panels with very thin faces. Heath (ref. 31) extended an 
earlier work by Hemp (ref. 32) to Include a sandwich with an orthotropic core 
and Pearce (ref. 25) extended the research of Heath to include anisotropic 
facings and orthotropic core. Exact (analytical) solutions based on the 
general method, however, are intractable when applied to sandwich panels; 
Pearce was only able to obtain an exact solution for wrinkling and overall 
buckling of panels with effectively orthotropic facings (facings which do not 
exhibit coupling between normal and shear strains or bending and twisting 
strains). The general method has, however, been successfully applied to the 
analysis of sandwich struts and beams as noted in references 33 and 34. 

Most analytical work on sandwich panels refers to the selective method. 
There are three versions of this method with the major differences between 
each arising from the choice of variables used to express » displacement of 
the panel. A good account of eacn stream of thought is given in reference 
22. The analysis used in the present study follows from the work of Libove 
and Batdorf and Stein and Mayers (refs. 35 and 36) and assumes that the 
materials are elastic, the panel thickness is small compared to its radius of 
curvature; the facings act as membranes, and the core is antiplane with an 
infinite transverse normal stiffness. Solutions for simply-supported panels 
with orthotropic facings and core are obtained using assumed displacement 
solutions of reference 23. The expressions for overall buckling obtained as 
such provide a simple solution for effectively orthotropic facings and core. 
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CHAPTER II 


DETERMINATION OF MATERIAL PROPERTIES 
2.1. Objectives and Scope 

Material properties of some constituents (adhesive and facings) of the 
Gr/PI sandwich panels were experimentally determined by a series of flatwise 
tensile tests and sandwich beam flexure tests. Properties, such as flatwise 
adhesive bond strength, facing modulus and Poisson's ratio, u, and facing 
strength, were determined at various temperatures (116, R.T., and 589K (-250, 
R.T. and 600°F)) and used to analytically predict failure modes and loads of 
the buckling specimens. Research in adhesive bonding was necessary to improve 
the in-house bonding capability at NASA Langley Research Center using FM-34* 
polyimide film adhesive, Gr/PI facesheets, and gl ass/poly Imide honeycomb core 
and to verify the capability of fabricating such sandwich panels. In 
addition, the bond study could determine if potential mass savings are 
possible by using the liquid version of the FM-34 film adhesive, BR-34, as a 
ce' edge adhesive. FM-34 was chosen because of its good strength retention 
at 589K (600°F) and its conmercial availability. 

It was decided that flatwise tensile tests would provide a good measure 
of adhesive bond strength In a core-to-facing bond situation. Hence, a series 
of fl^wise tensile tests were conducted to determine a suitable bonding 
nr :edure and cure cycle for the FM-34 adhesive. 


*FM-34 *jlm adhesive and BR-34 liquid adhesive: Manufactured by American 

Cyanamid Coii^any, Bloomingdale Division. 
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To obtain tensile and compressive material properties of the facing 
material (t0,+45,90,»45] s laminates of Cel ion 6000/PHR-15 Gr/PI composite) at 
xarious temperatures. 24 sandwich beam flexure specimens were fabricated and 
tested i -1 four-point bending. Eight beams were tested, four in tension and 
four in compression, it each of three temperatures 116, R.T. , and 589K 
(-250°F, R.T., and 600°F). Results of replicate tests were statistically 
analyzed and stress-and tangent modulus -vs. -strain data are presented. 

2.2 Flatwise Tensile Tests 

Over thirty 7.62 x 7.62cm (3 x 3 in.) specimens, shown in figure 1, were 
fabricated using precured [0,+45,90] s laminates of HTS-l/PHR-15 Gr/ D I facings, 
glass/polyimide honeycomb core (*HRH-327-3/16-6 or 8) and the desired 
adhesive. Details of fabrication procedures and cure cycles are given in 
Appendix A. Steel load blocks were bonded to the facings of the specimens and 
each block has a tapped hole for attaching a loading rod. Universal joints 
were attached between the testing machine and the loading rude to assure 
proper alignment of the fixture in the loading machine. The specimens were 
tested in a universal testing machine operating in a displacement control mode 
at a constant rate of 0.13 cm/min (0.05 in. /mi n. ) . Test temperatures other 
than room temperature were obtained using an environmental chamber positioned 
within the crossheads and posts of the testing machine. Specimens were held 
at desired test temperatures for 15 minutes prior to testing to Insure thermal 
equilibrium. Preliminary tests indicated that significant improvements of 
in-house (NASA Langley) bond strengths could be obtained by abrasively 
cleaning the edges of the honeycomb and by dipping the core in primer instead 
of brush or roller coating it on the core (see Appendix A). 

^HRH-327- 3/IB - 6 or 8 glass/polyimide honeycomb core: Manufacture' by 

Hexel Corporation. 
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A series of flatwise tensile tests of specimens* bonded with FM-34 using 
various cure cycles* aided In the selection of a suitable cure cycle. Two 
specimens were tested at room temperature for each cure cycle variation listed 
In Table 1* Specimen failures occurred by either facing del ami nation or by 
adhesive bondllne rupture. Results of those tests, listed In Table 2* 

Indicate that cure cycles numbered 1 and 5 produced the strongest bonds* 
having strengths equivalent to or greater than the Interlaminar shear strength 
of the facings. Facing delamlnatlon also occurred with cure cycle number 4 
but because the bond cure temperature of 616K (650 # F) was greater than the 
facing cure temperature of 6Q3K (625°F) the Interlaminar shear strength of the 
facing was degraded and failure loads were lower. Bonding one face of the 
specimen at a time with the face to be bonded below the core (cure cycle 
number 3) provided good nodal filleting but did not enhance the strength of 
the bond. Instead* bond strengths were lower and failures occurred In the 
second of the two bonds. Six specimens were tested at 589K (600°F); two 
specimens were fabricated at each of three cure cycles numbered 1, 5, and cure 
cycle 1 with a higher cure temperature (603K (625°F)). It was hoped the 
higher cure temperature would Improve the elevated temperature bond strength. 
Test results of all the flatwise tensile specimens* even those which failed 
prematurely, are presented to Illustrate the success rate of each fabrication 
method. 

Cure cycle number 1 with the elevated cure temperature was chosen because of 
the higher bond strengths at elevated temperature and because maintaining a 
vacuum during cure would help eliminate volatiles produced during the cure of 
the FM-34 adhesive. Although trapped volatiles did not degrade the strengths 
of the 7.62 x 7.62 cm (3x3 In.) specimens. It would be more difficult to vent 
the volatiles In large panels. Figures 2 and 3 show the two modes of failure 
of the flatwise tensile tests. 
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Sixteen flatwise tension specimens were fabricated using cure cycle 
number 1 with a cure temperature of 603K (625 # F). Test results of these 
specimens are presented In Table 3a. In-house flatwise tensile strengths at 
room temperature and 116K (-250°F) increased from 1.6 MPa (230 psl) to 
an average value of 3.2 MPa (470 psi). Failures at this stress level were 
usually by facing delamlnatlon as shown In figure 3. Flatwise tensile 
strengths at 589K (600°F ) were higher than 1.4 MPa (200 psl) with failures 
occurring In the bondline, similar to the room temperature test shown In 
figure 2. 

Flatwise tensile test results at room temperature of specimens bonded 
using BR-34 as a cell-edge adhesive are presented in Table 3b Most of these 
specimens failed by facing delmination. However, for these specimens the 
facings delaminated locally about each cell edge as shown in figure 4 and 
usually resulted in slightly lower strengths. When local facing delamination 
did not occur, strengths were similar to results of the FM-34 film adhesive. 
Flatwise tensile strengths using BR-34 were much higher than results presented 
in reference 13. The mass of the 3R-34 adhesive was 0.244 kg/m^ (0.05 
lbm/ft^) which is a 59 percent reduction in mass compared to FM-34 film 
adhesive having a mass of 0.586 kg/m^ (0.12 lbm/ft^). Thus, the use of Br-34 
would result in a mass savings equivalent to 10 percent of the total i ndwich 
panel mass for a panel consisting of 8 ply Gr/PI facings and a 1.27 cm (0.50 
in.) thick core having a density of 64 kg/m^ (•. lbm/ft^). 

Results of the bond study indicate that a liquid cell -edge adhesive can 
result in considerable mass savings without necessarily sacrificing bond 
strength and that further research In this area is warranted. However, since 
flatwise tensile strengths with BR-34 were not consistent, FM-34 film adhesive 
was used to fabricate the sandwich beam and buckling specimens. 
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2.3 Sandwich Beam Flexure Tests 

Sandwich beam flexure specimens consisted of Gr/PI facings and 
gl ass/poly Imide honeycomb core as shown in figure 5. The honeycomb core was 
HRH 327-3/16-8 glass/poly Imide and was cut Into strips 2.54 cm (1.00 in.) wide 
by 55.88cm (22.00 In.) long by 3.175 cm (1.25 In.) high using a diamond tipped 
saw. The test facing was a [0, +45,90, -45] s laminate of Cel Ion 6000/PMR-15 
which was cured (see appendix A) and cut into 2.54 cm (1.00 in.) by 55.88 cm 
(22 In.) strips from flat sheets 50.8 cm (20.0 In.) by 58.4 cm (23.0 in.). 

The opposite facing of the beams were also Gr/PI Instead of stainless steel or 
titanium to prevent bowing of the beams after bonding due to coefficient of 
thermal expansion mismatch of opposite facings. Additional 0- degree layers 
were Included in the non-test facings ([02»+45,90,-45] s , cel ion 6000/PMR-15) 
to Insure failure would occur in the test facing. The honeycomb core was 
filled with BR-34 liquid adhesive and glass beads throughout the entire length 
of the beams except for the 7.62 cm (3.00 in.) test section in the center of 
the beams. The purpose of the BR-34 adhesive was to increase the adhesive 
bond area (core-to-facing) and thus help prevent premature adhesive shear 
failure during the elevated temperature tests. The core surfaces were then 
ground flat and parallel and the facings were bonded to the core using FM-34 
film adhesive. Details of the fabrication of the sandwich beam specimens is 
presented in Appendix A; a completed beam specimen is shown in figure 6 . 

Each specimen was instrumented with a high temperature Micro-Measurements 
strain rosette (WK-03-06-WR-350) oriented at 0-, 45-, and 90-degrees with the 
load axis and bonded in the center of the test facing using a polyimide 
adhesive (either M-Bond 610 or PLD-700 available from Micro-Measurements and 
BLH electronics, respectively); a single gage (WK-03-125AD-350) oriented at 0 
degrees with the load axis was bonded to the center of the opposite facing. 
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The sandwich beams were placed in a four-point bending test apparatus 
(fig. 7) which supported the beam on rollers with flat sections 2.54cm 
(l.OOIn. ) wide machined In them at two points 48.26 cm (19.00 In.) apart. 

Load was applied by a 222.4 kN (50,000 lbf) capacity hydraulic testing machine 
which acted at two points on the top flange of the beam spaced 10.16cm (4.00 
in.) apart and symmetric about the beam's center. A schematic diagram of a 
beam specimen loaded in four-point bending is shown in figure 8. Load was 
applied at a rate of 89 N/sec (20 lbf/sec). For testing at temperatures other 
than room temperature the specimen was instrumented with a thermocouple 
attached to the test facing and the test fixture and specimen were completely 
enclosed in an environmental chamber and either heated or cooled to the 
desired test temperature. Specimens were allowed to soak at the test 
temperature for 20 minutes to insure thermal equilibrium. 

A data handling system consisting of a 40-channel scanner, digital 
voltmeter, plotter, printer, clock, and calculator was used to record and 
reduce data. The load signals from the load cell were connected to one 
channel of the scanner. Strain signals were initially balanced by a 
Wheatstone bridge balance (for non room temperature tests strains were set to 
zero after thermal equilibrium) and during the test were input to selected 
scanner channels. Strains were corrected for transverse sensitivity of the 
gages and nonlinearity of the bridge circuit. Thermocouples were connected to 
the scanner through a 273K (32°F) cold-junction reference. 

Beams were tested to failure, data were recorded every three seconds and 
a stress-strain curve was plotted In real time. Quantities were stored in 
volts and engineering units on magnetic tape and printed during each test. 
After each scries of replicate tests were completed, a data reduction program 
used the longitudinal stresses and strains of individual tests as input to a 
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regression analysis to determine the coefficients of a best fit for all tests, 
In the series in the least squares sense, of a third-order polynomial relating 
stress and strain according to the polynomial equation; 

o» C 0 + qe + C 2 e 2 + C 3 e 3 (1) 

The third order curve in most cases produced a good fit of data. Two methods 
were used to calculate the tangent modulus: 

Method 1: The polynomial was differentiated. 

Method 2: A delta-strain (ae) region was chosen over which average 

results of the tests were fitted by means of least-squares using a straight 
line Tit. The tangent modulus in each Ac region was the slope of each 
particular straight line. Higher order polynomial curve fit equations were 
investigated but in general produced oscillatory tangent modulus -vs -strain 
curves upon differentiation. 

The coefficients of the regression equation are found by solution of the 
following matrix equations: 



where the symbol z implies summation from 1 to j where j is the total number 
i 

of points recorded during a series of replicate tests for a given test 
configuration. 
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To assess the magnitude of scatter of experimental points about the 
regression equation, the standard error of estimate, S^, which Is a measure 
of the mean deviation of the sample points from the regression line Is 
determined as follows: 

1/2 

( 3 ) 

This method of statistical analysis Is similar to that presented In reference 
37 for the analysis of compressive coupon data. 

Results of the sandwich beam flexure tests are presented in Tables 4 and 
5 and in figures 9 to 14. As shown In Table 4, the scatter of test data, as 
determined by tne standard error of estimate, was lowest for the room 
temperature and 116K (-250°F) tensile tests. Maximum scatter occurred for the 
elevated and room temperature compression tests in which the standard error of 
estimates, S^ e , were 10.67 MPa (1547 psi) and 11.10 MPa (1610 psi) as 
compared to respective average ultimate strengths of 567.7 MPa (82.34 ksl) and 
334 MPa (48.44 ksi). Average ultimate strengths of the laminate were slightly 
higher in compression than tension for each test temperature. Ultimate 
strengths of the Cellon 6000/PMR-15 C0,+45,90,-45] s laminates were higher than 
results for HTS/PMR-15 as reported In references 37 and 38 except for tensile 
strength at 589K (600°F (ref. 38)). Average room temperature tensile and 
compressive ultimate strengchs for the HTS/PMR-15 laminates were 450.6 and 
532.4 MPa (65.36 and 77.23 ksi) respectively as compared to 565.2 and 567.7 
MPa (81.98 and 82.34 ksi) for Cel ion 6000/PMR-15. Average tensile ultimate 
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strengths at 116K (-250°F) Increased by 8.5 percent over room 
temperature values and strengths at 589K (600°F) decreased by 43 percent. 
Average compressive ultimate strengths at 116K (-250°F) and 589K (600°F) 
Increased and decreased respectively by 13.8 and 41.2 percent over room 
temperature values. 

Modulus values of the Cellon/PMR-15 laminates were higher for all test 
temperatures than values reported in references 37 and 38 for HTS/PMR-15 
laminates. This is probably due to the higher fiber volume ^'vjtion of the 
Cel ion/PI laminates, 72 percent, compared to 43-55 percent '.he HTS/PMR-lf 
laminates of references 37 and 38. Modulus values at 0.2 pe. ~ent strain and 
116K (-250°F) were about ten percent higher than values at room temperature; 
modulus values at 589K (600°F) were about the same as room temperature 
values. Stress-and tangent -modulus as a function of strain for various 
temperatures are presented in figures 9 to 14. Table 4 lists the coefficients 
of the regression equation used in the reduction of the experimental data. 

The data in the figures represent experimental points of all replicate tests; 
the solid line in the figures is the best fit third-order polynomial obtained 
from the regression analysis. The solid tangent -modulus curves were plotted 
'sing method 1 and tne x- symbols were obtained by method 2. Tensile modulus 
values were fairly linear throughout the usable strain region (e < .35 
percent) as shown by figures 9, 11, and 13. Compressive modulus values tended 
to be nonlinear at room temperature and became linear at 589K (600°F) as shown 
by figures 10 and 14. The two methods used to predict tangent modulus as a 
function of strain agreed well. 

Representative tensile and compressive failures are shown in figures 15 
and 16 respectively. Most tensile failures occured in the center of the beam 
while most compressive failures occured near the edge of the potted section of 
the honeycomb next to the load tabs. 
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CHAPTER III 

BUCKLING OF SANDWICH PANELS 


3.1 Objectives and Scope 

Flat, rectangular, honeycomb sandwich panels were simply-supported about 
all four edges and tested in uniaxial edgewise compression to experimentally 
study local and general Instability modes of failure. Facings of all sandwich 
panels were similar and core thicknesses, t c , were varied to determine the 
failure envelope of such panels resulting from local and general failure 
modes. Specimen length, width, and core thicknesses were chosen to allow the 
investigation of wrinkling and overall buckling modes of instability. 

Specimens were 30.5 x 33.0 cm (12 x 13 in.) with core thicknesses of 0.635, 
1.27, 1.91, and 2.54 cm (0.25, 0.50, 0.75, and 1.00 in.). A test fixture was 
designed which simply-supported the panel along all four edges and allowed 
alignment of the panel during ioadiny to -insure uniform strain across the 
width of the panel during testing. The simply-supported boundary condition 
was chosen for experimental testing because it more closely represents 
conditions actual shuttle bodyflap panels will experience. At least three 
panels of each core *hickness were tested at room temperature and results were 
compared with analytical predictions of failure mode and load. Panels were 
instrumented with strain gages on each facing to monitor strain uniformity 
across the width of the panel and to determine the onset of overall buckling 
and, if possible, facing wrinkling. The Moire fringe method was also used to 
help predict the onset of buckling and wrinkling and to determine the buckled 
mode shape of the panels. Kr wledge of the mode shape could help assess how 
well the test fixture simulated the desired simply-supported boundary 
conditions. Quality-control standards for fabrication of the panels were very 
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high to mini arize scatter in experimental data. A complete description of 
procedures used to fabricate the buckling specimens, including quality control 
and inspection procedures, is presented in Appendix A. 

3.2 Specimen Design 

A computer program was written to determine the elements of the [A], [B], 
and [0] matrices for the quasi-isotropic, symmetric Gr/PI facings and 
sandwich based on laminate theory presented in Appendix B. The program used 
overall buckling equations of Appendix C, minimizing with respect to m and n, 
to predict overall panel buckling load (assuming both infinite and finite core 
shear stiffness); the local Instability equations of Appendix D were used to 
predict local instability modes and associated loads. Results were computed 
for various ply thicknesses, core thicknesses, and operating temperatures. 

Laminate material properties and property variation with respect to 
temperature, used in the design of the buckling specimens, were obtained from 
references 39 and 40. Honeycomb core material properties were obtained from 
reference 19. Various cores and core thicknesses (0.635 to 2.54 cm (0.25 to 
1.00 in.)) and panel lengths and widths (10.2 to 122 cm (4.0 to 48.0 in.)) 
were analytically investigated at various temperatures (room temperature to 
589k (600°F)) and design envelopes, typified by figure 17, were determined. 
Preliminary studies of structural loads on the shuttle bodyflap (ref. 18) 
indicate that a biaxial state-of-stress is present. Based on the. low 
magnitude and biaxial nature of stresses, minimum gage, symmetric laminates of 
[0,+45, 90] s Gr/PI were chosen for the facings of the sandwich skin of the 
bodyflap. Since the laminate orientation of the facings is quasi -isotropic, 
the average elastic modulus, E x or £y as calculated in Appendix B, was used 
for thi 'aclng modulus, Ef, In ,uations in Appendix D. Results of critical 
stress as a function of core thickness sunu' 1 . ply thickness of 0.0076 



cm (0.003 in.) are shown in figure 17. Only balanced-symmetric laminates were 
considered in the present investigation to prevent laminate warpage during the 
cure cycle caused by bending-stretching coupling terms (nonzero [8] matrix of 
the material). Non-symmetrlc laminates such as [0.+45, 90] could be 
fabricated and forced flat and bonded symmetrically with respect to the 
centerline of the core* This would reduce the mass of the panel and could 
possibly be sufficient to accomodate the low loads predicted for the 
bodyflap. Analysis techniques would have to be generalized to include 
anisotropic facings as was done in reference 25. Because of fabrication 
uncertainties, however, non-symmetrlc laminates were not considered for 
experimental study* Thln-gage Cel ion 3C00 material would present a 
substantial mass savings over the Cel ion 6000 material and, hence, was used to 
fabricate the buckling specimens. Average thickness -per-ply of the Cel ion 
3000 laminates was 0.007 cm (0.0028 in.) as compared to 0.0166 an (0.0065 in.) 
for Cel ion 6000. The lowest density commercially available core irfiich could 
function structurally at 589K (600°F) is either Hexel HRH-327-3/16-4 or WIH 
-327-3/8-4 Glass/Pl which has a mass of 64 kg/nr* (4 ibm/ft^) and either a 0.48 
cm (3/16 in.) or a 0.95 cm (3/8 in.) cell size respectively. Critical 
dimpling stresses of the honeycomb core with the larger cell size were lower 
and, hence, design envelope curves Indicate that overall buckling, dimpling, 
laminate strength, or wrinking could be critical failure modes depending on 
scatter in material properties and different analysis techniques. Since It is 
desirable to verify as many analytical predictions for various failure modes 
as possible, the honeycomb core with the 0.95 cm (3/8 In.) cell size was 
chosen. A panel size of 30.5 x 30.5 cm (12 x 12 In.) was adequate to 
investigate several failure modes. 

End failures In composite compression specimens are common because of the 
very stiff and highly directional nature of composite material which can lead 
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to large local stres concentrations. In addition, a phenomenon known as end 
brooming can occur because of uneven fiber lengths at the loaded end which 
causes a local fannl ng-out of the edges. The honeycomb core near the loaded 
ends of the specimens was potted with BR-34 liquid polylmlde adhesive and 
tapered erd tabs of [*45] s glass/PI were bonded at each end to prevent local 
end failures such as core crushing or end brooming; scalloped doublers were 
bonded beneath the end tabs to enhance load diffusion into the panel and help 
reduce stress concentrations. A stainless-steel sheet was embedded in the 
BR-34 potting at each end to align the specimens in the knife edges. 

Lami nates were bonded to the core and end tabs and doublers were secondary 
bonded using FN-34 film adhesive. Figure 18 shows a completed buckling 
specimen; details of specimen manufacture are given in Appendix A; details of 
significant panel parameters are listed in Table 6. 

3.3 Test Apparatus and Procedures 
3.3.1 Apparatus 

It was decided that simply-supported edges would be a more realistic 
boundary condition for the test panels since it represents conditions actual 
panels on the shuttle bodyflap will probably experience. Simulating 
simply-supported edge conditions in the laboratory, however, is a difficult 
task as noted in references 25 and 29. A test fixture, similar to that of 
reference 25, was fabricated to simply-support all four edges of the sandwich 
panel and allow alignment of a loaded panel to insure uniform strain across 
the panel during testing. The stainless-steel strips, which were embedded in 
each of the potted ends of the panel, fit into stainles steel supports which 
fit in V-groove blocks as shown in figure 19a; side supports are Illustrated 
In figure 19b. The V-groove blocks fit Into adjustable end loading heads 
which were attached to the hydraulic load machine. The end loading heads 
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contained a flat stainless-steel bar which was used to al*gn the specimen 
laterally with the aid of aligning screws as shown in figu'e 20. The sides of 
the panel were simply supported by knife edges which were supported by 
Z-section steel beams as shown in figures 19b and 20. The side supports 
maintained a relatively snug fit against the panel because of the high degree 
of flatness of the panels as discussed in Appendix A. However, because of tie 
raised scalloped doublers the side supports could not extend the complete 
length of the panel. The Z-section beams were braced so that motion of the 
side supports was restrained. The knife-edges of the side supports were 
bolted snuggly in place at two locations on two sides as shown in the 
schematic of figure 19b and as partially shown in figure 20. The side 
supports were positioned 1.27 cm (0.5 in.) from each side edge making the 
simply supported panel dimensions 30.5 x 30.5 cm (12 x 12 in.). 

A 222KN (50 Kip) MTS hydraulic load machine was used to compress the 
panels. A mercury vapor light source was used in conjunction with a 
photographic line grid having a pitch, p, of 17.7 lines/cm (50 lines/in.) to 
determine cut -of -plane panel displacements, w, and mode shapes using the 
Grid-Shadow Moire technique as discussed In references 41 and 42 and in 
section 3.3.3. A Nikon F2AS camera was used to photograph the panels during 
loading. The camera was positioned perpenaicular to the sandwich panel and 
the light source formed on angle of 30 degrees with that perpendicular. 

3.3.2 Instrumentation and test procedure 

The panel was instrumented with 12 single, foil-type strain gages and two 
45-degree strain rosettes, micro-measurements WK-03-125AD-350 and 
WK-03-060-WR-350 respectively, as shown schematically in figure 21. The 
positioninn of the gages allowed measurement of longitudinal strain 
distributions across the panel width, on each facing, and along the length of 
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the panel. Back-to-back longitudinal strain gages were positioned at five 
points on the panel (four corner points and one centrally located one). The 
purpose of the back-to-back gages was to detect bending of the panel ano v o 
determine the buckling load and possibly the wrinkling load. The data 
acquisition system used to reduce and store data Is identical to that 
mentioned In section 2.3. 

The hydraulic testing machine -’as operated in a displacement control mode 
at a rate of approximately 0.020 cm/sec (0.008 in. /sec. ) and strain "jcs were 
scanned approximately every three seconds. Raw data was converted to 
engineering units, printed in real time and stored on disk. Gages were 
balanced prior to testing using Wheatstone bridge circuits as in section 2.3. 
Panels were loaded up to approximately 50 percent of failure load, strains 
across the panel width were monitored and necessary adjustments in alignment 
were made using the adjustable screws shown In figure 20. The panel was then 
unloaded and the Moire grid positioned in front of the specimen. Strain gages 
were then zeroed and load was applied to the specimen. 

3.3.3 The Shadow - Moire method 

The shadow Moire method is a technique for measuring the out -of -plane 
deformations, w, of a specimen. A reference line grid is positioned in front 
of a specimen and either a collimated or point light source is shown through 
the reference grating, producing a shadow grid on the specimen. The shadow or 
specimen grid will be distorted by the out-of-plane depth of the surface, and 
when it is viewed together with the reference grid by eye or camera, Moire 
fringes are created which represent the topology of the surface. 

In the present study a reference grid having a pitch, p, of 19.7 lines/cm 
(50 lines/in.) was positioned about 0.318 cm (0.125 In.) from the front face 
of the panel and parallel to It with lines running in the lengthwise 
direction. The front face of each panel was painted white to enable the 
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shadow grid to be visible. A mercury vapor light source was positioned at an 
angle of 30 degrees to the normal of the reference grid. This angle of 
incidence of the light source Mas governed by the side simple supports which 
caused large shadows over the specimen at higher angles of incidence. The 
approximate sensitivity of the technique can be calculated using the folloMlng 
equation 

m » p/tan a (4) 

where p is the pitch of the reference grid, a Is the angle of Incidence of the 
light source, and the minimum fringe order is assumed to be 1. This equation 
assumes the camera to be positioned perpendicular to the plane of the 
specimen. With the arrangement of the present apparatus the sensitivity Is 
approximately 0.088 cm (0.035 In.). A more detailed description of the Moire 
technique can be found in references 41 and 42. 


22 



CHAPTER IV 


RESULTS OF BUCKLING TESTS 

Two modes of panel failure were dlscernable from experimental results: 
wrinkling and overall buckling. Specimens with a core thickness, t^ of 
approximately 0.635 cm (0.25 In.) failed by overall buckling and all other 
specimens, having nominal core thicknesses of 1.27, 1.91, and 2.54 cm (0.5, 
0.75, and 1.00 In.), failed by wrinkling. None of the panels tested failed by 
either laminate strength, dimpling, or shear crimping. The shadow-Moire 
method was useful In determining mode shapes of the overal 1 buckling specimens 
but was not able to determine wrinkling mode shapes because of the high 
stiffness and brittle nature of the Gr/PI facings and hence, the relatively 
small out-of-plane displacements. A reference grid with a smaller pitch, p, 
could increase the sensitivity of the Moire method and thus possibly enable 
smaller deflections to be dlscernable but this was not attempted in the 
present investigation. 

4.1 Wrinkling Specimens 

Significant panel parameters, related to the fabrication and quality of 
the wrinkling and overall buckling specimens, are presented in Table 6. 

Facing and total sandwich panel thickness measurements were made at various 
panel locations and Initial panel waviness, 6, was measured as explained In 
Appendix A. Because of good fabrication and quality control procedures the 
panels were consistent in dimensional and material properties. Average 
thlckness-per-ply of all wrinkling specimens was 0.0071 cm (0.0028 In.) with 
maximum variations In total laminate (8 plies) thicknesses averaging only 
0.00451 cm t0. 001 78 in.); average variation In total sandwich panel 
thicknesses was only 0.0059 cm (0.0023 In.). Maximum panel waviness, S max , 
averaged only 0.0097 cm (0.0038 In.). 
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Results of longitudinal strain uniformity across specimen width are 
presented In figures 22a and b for two values of applied load. The adjustable 
test fixture was useful in eliminating large strain variations caused by 
lateral misalignment, similar to test fixtures used in references 25 and 29. 
Strains were fairly uniform across the width of the panel as showr in figure 
22. However, slightly higher strains and strain variations do occur at the 
edges of the panels as was also noted in reference 25. Trends In strain 
distributions at the low load levtl, 44.480N (10,000 Ibf), were similar to 
trends at the higher load level of 88,960N (20,000 lbf). There were no 
consistent trends In strain distributions from panel to panel, however, most 
of the wrinkling specimens did fail near the end of the side simple supports 
where slightly higher strains were recorded. 

Longitudinal back-to-back strains as a function of stress were calculated 
for each position on the panel as shown in figure 21. Results of several 
tests (panel numbers 75010 and 75012) are presented in figures 23a and b. 
Back-to-back strain variation was usually lowest In the center of the panels 
(X=Y=0). Irregularities in slopes were noted in some specimens as shown in 
figure 23b for panel number 75012. These irregularities in slope occur at too 
low a load to be considered to be an indication of wrinkling or some form of 
local instability as mentioned in reference 25. The Irregularities In the 
present study were possibly caused by some Inteference or Interaction of the 
test fixture. Material behavior was slightly nonlinear to failure, similar to 
results of the four-point flexure tests as noted in Chapter 2. Back-to-back 
stress -vs.- strain data could not predict the onset of local buckling 
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(wrinkling); an attempt to use the force stiffness method of reference 43 to 
predict wrinkling was unsuccessful, all panel failures were abrupt with no 
Indication of local Instability. It would probably be necessary to Instrument 
both sides of a facing extensively prior to bonding to the core In order to 
calculate facing bending strains and predict local buckling using the force 
stiffness method. Modulus values at 0.2 percent strain, maximum back-to-back 
strain variation at 0.6 percent strain, theoretical wrinkling stress, and 
experimental ultimate stress and strain values of each panel are presented in 
Table 7. Maximum back-to-back strain variation was fairly low considering the 
size and complexity of the sandwich panels. Compressive modulus values at 0.2 
percent strain of the sandwich panels which used Cel ion 3000 material were 
slightly higher than results of beam tests which used the Cel Ion 6000 
material; the average modulus of all wrinkling specimens is 53.9 GPa (7.82 x 
10® psi) as compared to 48.95 GPa (7.10 x 10® psi) obtained using the 
four-point beam flexure test method. Since the fiber volume fraction of the 
beam specimens was higher than the buckling specimens (72 percent compared to 
approximately 61 percent) it appears that the thinner gage Cel ion 3000 
material did not experience ar\y degradation in modulus. 

Results of replicate tests indicate that scatter was low. Scatter In 
critical wrinkling stress ranged from a minimum of 7.6 Mpa (1.1 ksi) for the 
1.27 cm (0.5 in.) specimens to a maximum of 89 Mpa (13 ksi) for the 2.54 cm 
(1.00 in.) specimens. This e ounts to a range from minimum to maximum of 1.7- 
to 29- percent respectively when compared to average critical stress values. 
From Tables 6 and 7 some trends in results are evident: 

1) average failure stresses of the wrinkling specimens decrease as core 
height, t c , increases. This is characteristic of a wrinkling or 
local buckling type of Instability. Average failure stresses were 
452, 354, and 311 MPa (65.6, 51.4, and 45.1 ksi) for the 1.27, 1.91, 
and 2.54 cm (0.5, 0.75, and 1.0 in.) thick cores respectively. 
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2) specimens with higher total facing thicknesses had higher failure 
loads, however, these specimens did not necessarily have higher 
failure stresses. This Is because the thicker facings had a lower 
fiber volume fraction, Vf, because not enough excess resin was 
removed during the consolidation phase of laminate fabrication. That 

3) average failure strains were 0.87, 0.71 and 0.63 percent for the 
1.27, 1.91, and 2.54 cm (0.5, 0.75, 1.0 In.) thick core panels, 
respectively. 

4) panels with the largest value of Initial waviness, 6 max , had the 
lowest ultimate load. 

5) ultimate strains of the wrinkling specimens were well below ultimate 
laminate strains as calculated from the beam tests. 

As mentioned earlier, most of the wrinkling specimens failed close to the 
end of one of the side simple-supports. Failure of a 1.27 cm (0.50 in.) panel 
is illustrated in figures 24a and b; the failure extends across the panel 
to the top of the left side simple support. The failures were perpendicular 
to the direction of load. Wrinkling failure was most noticeable in the 1.27 
cm (0.50 in.) specimens in which the facings separated from the core due to a 
tensile failure of the adhesive. Failed panel number 7508, figure 25a, 
illustrates the outward buckling of the facing; the panel was cut along the 
dashed line of that figure to further illustrate the tensile failure of the 
adhesive which was precipitated by wrinkling (fig. 25b). Figure 26 1$ a side 
view of two different panels (t c s 1.27 cm (0.50 in.)). It is not conclusive 
from the side views whether the failures were symmetric or antisymmetric, 
however, laminate failures on either facing were similar which suggests that 
failures were symmetric. This agrees with results of references 25 and 44 
which Indicate that for honeycomb cores, where the modulus of the core In the 
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direction of the load Is much less than the modu’us of the core In the 
direction perpendicular to the facings, synmetrlc wrinkling will occur at a 
lower load than that for anti synmetrlc wrinkling. 

4.2 Overall Buckling Specimens 

Experimental results of overall buckling specimens are presented In Table 
8 and figures 27a, b, c, and d. The experimental method used to predict the 
critical overall buckling stress was to determine the stress associated with 
the maximum extreme fiber strain on the convex side of the buckled panel. 

This method was chosen, as was done in reference 25, over other methods such 
as stress -vs.- bending strain and stress -vs.- average compressive strain. 

The specimens exhibited a very short post buckling region as evidenced from 
the experimental results of P Cr and as shown in Table 8. Average values 
of P cr , P u it» a cr» and °ult were 95.43 kN (21,453. Ibf), 100.4 kn (22,574. 
lbf), 251.5 MPa (36.48 ksi), and 264.8 MPa (38.4 ksi) respectively. Scatter 
in P cr , P u it» a cr» and °ult was 40- , 36-, 33-, and 28- percent respectively 
when compared to average values. However, during instrumentation of panel 
number 7251 the temperature controller of the oven which was used to cure the 
polyimide strain gage adhesive caused a temperature overshoot to occur. This 
panel, therefore, experienced temperatures in excess of the laminate cure 
temperature which probably resulted in considerable material property 
degradation, hence, the low critical and ultimate loads and stresses. If this 
test is neglected in the results, average values of P Cr , P u i t , a Cr . and a u i t 
are 101.9 kN (22,903. lbf), 106.3 kN (23,897. lbf), 264.1 MPa (38.3 ksi), and 
275.5 MPa (39.96 ksi) respectively and corresponding scatter is 21-, 20-, 21-, 
and 20- percent. Comparison of experimental and analytical results is 
presented in the next section. 
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Similar to results of reference 25, all of the overall buckling specimens 
failed on the concave side of the specimen in a typical compressive failure 
mode. Most of the specimens failed in the center, all the failures were 
perpendicular to the direction of load as shown in figure 28. The Moire 
method was useful in visualizing the deflected mode shapes of the specimens 
and determining how effective the mechanism for simply supporting the panels 
was. Panel number 7256 was the only specimen which failed near a simple 
support. Photographs of Moire fringe patterns of panel 7256 indicated that It 
did not deform symmetrically in half sine waves In the length and width 
directions as expected. The out-of-plane deformation of panel 7256 wi tic 
icnreasing load is illustrated in figures 29a, b, c, and d. As shown, the 
peak out-of-plane deformation occurs in the upper right hand portion of the 
specimen. This panel eventually failed near the lower left hand simple 
support. Moire fringe patterns of specimen 7251 are shown In figures 30a 
through d for increasing load. As shown, the maximum out-of-plane 
displacement does occur in the center of the panel. Displacements seem to be 
symmetric In the longitudinal direction, however, non-zero displacments appear 
to occur near the right handside simple support. Since the panel was clamped 
snugly at this support it was thought that this discrepancy could possibly be 
explained by some sort of panel or reference grid motion relative to one 
another. Displacements do occur at the corners of the panel, however, since 
the simple supports do not extend the total panel length. As the panel 
approaches failure, mode shapes tend to be nonsymmetric (fig. 30d). As 
mentioned In reference 25, It is very difficult to simulate true 
simply-supported boundaries when the buckled mode shape occurs at m=n=l or the 
buckled shape is half a sine wave in the length and width direction. The 
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higher the number of waves in the buckled pattern the lower the effect the 
exactness of the boundary conditions has on the behavior of the specimen. 

4.3 Comparison of Analytical and Experimental Results 

The analysis assumes the following room temperature unidirectional 
material properties: 

E u * 133 GPa (19.3 x 10 6 psl ) 

E 2 2 = 9.10 GPa (1.32 x 10 6 psl) 

U12 = 0*37 
V2\ = 0*025 

G 12 = 5.58 GPa (0.81 x 10 6 psi) 

E Cz - 0.345 GPa (50 x 10 3 psl) 

G CxZ = 0.200 GPa (29 x 10 3 psi) 

G CyZ = 0.083 GPa (12 x 10 3 psi) 

F c = 3.45 MPa (500 psl) 

From the laminate theory presented in Appendix B, E x = £y = 51.97 GPa 
(7.538 x 10® psi) and H 0.3075. These results agree with experimental 
results from the sandwich beam flexure tests in which the average modulus, E x 
= 48.95 GPa (7.1 x 10® psi) and jj^y = 0.347. Since facing laminates were 
quasi-isotropic, symmetric ([0,+45, 90] s ), A^g and A 2 g coupling terms were 
identically zero; the and D 2 g coupling terms were negligible. Analytical 
results, assuming a lamina thickness of 0.0076 cm (0.003 in.), are presented 
In Table 7 and 8 and in figure 31 and are compared with experimental results. 
The overall buckling analysis described in Appendix C, which included the core 
shear flexibility, agreed well with experimental overall buckling results. 
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Average experimental overall buckling stress (neglecting results of panel 
7251) was 264 MPa (38.3 ksi) compared exactly with the analytically predicted 
overall buckling stress, horn experimental wrinkling results It appears that 
equations 0.5 and D.8 were unconservative and impractical to use from a design 
standpoint. Equation D.4 was conservative in its prediction of symmetric 
wrinkling loads and is useful for design purposes, however, if panel 
imperfections can be measured accurately equation D.6 would give a closer 
approximation to maximum wrinkling loads. Wrinkling results using equation 
0.6 and assuming 6 ma) f0.0’ cm (0.H04 in.) were 7-, 26-, and 32- percent higher 
than experimental results for the 1.27, 1.91, and 2.54 cm (0.5, 0.75, and 1.0 
in.) thick cores respectively. 
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CHAPTER V 


SUMMARY AND CONCLUSIONS 

5.1 General 

The potential economic gain frcm structural -mass savings in the design of 
reentry spacecraft with thermally insulated surfaces and of high speed 
aircraft is great due to the high operating cost and weight sensitivity of 
such vehicles. Considerable reductions in the mass of a reusable * ce 
transportation system such as space shuttle can be realized by the direct 
replacement of its aluminum sub-structure with an advanced composite such as 
graphite/poly imide (Gr/PI); an even greater savings in insulation mass is 
possible because of the higher use temperature of Gr/PI. Predictions in mass 
savings as high as 25-percent prompted a study, the purpose of which was to 
design a composite bodyflap for the shuttle orbiter. 

The purpose of the present study was to investigate the buckling 
behavior, local and general, of Gr/PI sandwich panels capable of use at 
temperatures ranging from 116 to 589K (-250 to 600°F) as the sandwich skin of 
the shuttle bodyflap. The study investigated adhesive and facing material 
properties and evaluated buckling formulas for predicting local and general 
sandwich panel instabilities. Flatwise tensile specimens were tested at 116, 
R.T., and 589K ( 250, R.T., and 600°F) to determine a cure cycle for FM-34 
which would produce a high-strength adhesive bond and to investigate the 
possibility of using a liquid cell-edge version cf that adhesive, BR-34, which 
coul . save additional adhesive mass. Results of the bond study include a 
fabrication technique for adhesively bonding sandwich structures and an 
adhes.ve cure cycle which produced flatwise tensile strengths in excess of 3.4 
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MPa (500 psi) at T16K and R.T. (-250°f and R.T.) and 1.4 NPa (200 psi) at 589K 
(60Q*F). Results also Indicated that a liquid cell edge adhesive can result 
in considerable panel mass savings (10 percent) without necessarily 
sacrificing bond strength, however, further •research is necessary since 
flatwise tensile strengths using BR-34 were not consistent* Sandwich beam 
specimens were tested in four-point bending to determine facing tensile and 
compressive material properties at 116 R.T», and 589K (-250 R.T. , and 600°F). 
The test facing of the beam was a C0,+45,90,-45] s laminate of Celion/PMR-15 
and the opposite face was the same material with additional 0-degree layers 
[0 2 ,+45,90,-453 s * Average ultimate strengths were slightly higher in 
compression than tension for each test temperature. Average room temperature 
tensile ultimate strength is 450*6 NPa (55.36 ksi). Average tensile ultimate 
strengths at 11 6K (-250®F) Increased by 8.5-percent over room temperature 
values and strengths at 589K (600 # F) decreased by 43 percent. Average 
compressive ultimate strengths at 116 and 589K (-250 and 600°F) increased and 
decreased respectively by 13.8- and 41. 2-percent over room temperature 
values. Modulus values of G.2-percent strain did not vary much with 
temperature and remained about 52 GPa (7.5 x 10® psi). Results of the 
sandwich beam flexure tests indicate that Celion/PI is a usable structural 
material for short-term use at temperatures from 116 to 589K (-250 to 6QQ°F). 

Flat rectangular honeycomb sandwich panels were simply-supported about 
all four edges (30.5 x 30.5 cm (12 x 12 in.) in size) and tested in edgewise 
compression. Core thickness was varied to determine the failure envelope of 
such panels resulting from either a local or general failure mode and to 
evaluate buckling formulas used to predict failure. Two modes of panel 
failure were discernible from experimental results, wrinkling and overall 
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buckling. As predicted anal, '•ally, specimens with a rare thickness 0.635 
cm (0.25 in.) failed by overall buckling and all other specimens, having 
nominal core thicknesses of 1.27, 1.91, and 2.54 cm {0.5, 0.75, and 1.00 in.), 
failed by wrinkling. The shadow Moire method was useful in determining mode 
shapes of the overall buckling specimens but was not able to detect wrinkling. 

Results of the wrinkling tests indicated that several analytical methods 
were unconservative and therefore not suitable for design purposes. Most of 
the wrinkling specimens failed near side-sii^le supports. The failure mode 
appeared to be symmetric wrinkling with faiures occuring because of tensile 
rupture of the adhesive. Some trends in wrinkling results are: 

1. average failure stresses of the wrinkling specimens decrease as core 
thickness increases and are 452,354, and 311 Wa (65.6, 51.4, and 
45.1 ksi) for the 1.27, 1.91, and 2.54 cm (0.5, 0.75, and 1.0 in.) 
thick cores respectively. 

2. facings with the highest fiber volume fraction had the highest 
modulus. 

3. panels with the largest value of initial waviness had the lowest 
ultimate load. 

The average experimental buckling stress of the 1.27 cm (0.25 in.) thick 
specimens was 265 MPa (38.4 ksi) and compared exactly with analysis. All of 
the overall buckling specimens except •"‘ne failed in the center on the concave 
facing by compression. 
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5.2 Suggested FurtheV Research 

Additional work, both experimental and analytical. Is necessary to 
evaluate wrinkling and overall buckling of sandwich panels which are 
symmetric about the core centerline but whose facings are anisotropic In 
nature. This would be necessary, for Instance, to analyze unsymmetrlc 
four-ply facings ([0,+45,90]) which are bonded symetrlcally about the 
honeycomb centerline. Manufacture of such a sandwich might satisfy 
bodyflap loads and result In considerable mass savings. Development of a 
liquid cell-edge adhesive, such as BR-34, has the potential for reducing 
panel mass by 10-percent and should be also Investigated further. In 
addition, buckling analysis of sandwich panels subjected to biaxial 
mechanical and thermal loads Is necessary. 
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APPENDIX A 


FABRICATION OF TEST SPECIMENS 
A.l Flatwise Tensile and Sandwich Beam Specimens 

In order to insure that the fabrication procedures could be used to 
manufacture full-scale structures in existing aerospace industry facilities, 
limits of 2.1 MPa (300 psi) and 6K/min (10°F/m1n. ) were imposed on the maximum 
pressure and heat-up rate that could be used. 

A. 1.1 Laminate fabrication 

The Gr/PI material is precompacted prior to cure to remove excess solvent 
and resin. The prepreg is laid up into the proper laminate orientation, 
weighed to the nearest O.lg (0.0002 lbm), and a perforated teflon coated 
fiberglass release cloth is placed on the top and bottom of the laminate as 
shown in figure 32. Bleeder paper is then applied to each si*e of the 
assembly. A thin film of nylon is applied to an aluminum caul plate and the 
laminate assembly is placed on the nylon. A 0.305 cm (0.12 in.) thick mild 
steel upper caul sheet is then placed on top of the laminate to provide a 
smooth upper mold surface during precompaction. Two layers of bleeder paper 
are placed unto the steel caul plate and the assembly is vacuum bagged with a 
0.01 cm (0.904 in.) thick film of nylon. The seal between the vacuum bag and 
the aluminum caul plate is provided with a conventional low temperature 
polybutadiene strip sealant. The assembly is then placed under vacuum to 
ascertain the integrity of the vacuum bag and seals. 

Laminates were B-staged by pulling a vacuum of 25.4 cm of Hg (10 in. of 
Hg) and holding a temperature of 483 K (41 0°F ) for two hours. The vacuum 
pressure was maintained and the laminate was cooled to 339 K (150°F) after 
which the vacuum was released and the laminate allowed to cool to room 
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temperature. Following B-staging the laminates were vacuum bagged and, as 
shown In figure 33, subjected to a vacuum of 71 cm of Hg (28 In. of Hg) which 
was maintained throughout the cure cycle. An initial external pressure of 

1.03 MPa (ISO psl) -..as applied to the bagged laminate during which the 
temperature was raised to 522 SC (480°F) at a rate of 1.7 K/mln (3°F/min.). 

The external pressure was then Increased to 1.72 Wa (250 psi) and held for 30 
minutes. After thirty minutes the temperature was raised to 603 K (625°F) and 
held for three hours. The lumlnate was cooled, under combined vacuum and 
pressure, at a rate of 2.8 K/min (5°F/min) to 339 ft (150"F). The vacuum and 
pressure were released and the laminate allowed to cool to room temperature. 
All laminates were fabricated In an autoclave. After fabrication, all 
laminates were ultrasonically C-scanned for defects. For quality assurance 
all laminates were scanned at frequencies from 80 to 20 Hz. Below 20 liz cross 
ply laminations become visible. Laminates had an average fiber volume 
fraction, Vf, of about 72 percent. 

A. 1.2 Assembly and bonding pr o cedures for flatwise tensile specimens 
1. Surface preparation 

1.1 Solvent clean the composite face sheets, honeycomb core, and 
steel end blocks by wiping with clean cloths saturated with MEK 
solvent. After wiping, dip cleaned parts in clean MEK. Blow 
dry with clean dry air. 

1.2 Abrasive clean the bonding surfaces of the facings and end 
blocks by grit blasting using 120 aluminum oxide grit. Set air 
pressure at 0.55 to 0.62 MPa (80 to 90 psi) for the steel end 
blocks and 0,28 to 0.31 MPa (40 to 45 psi) for the composite 
face sheets. 

1 . 3 Repeat 1.1. 

1.4 Abrasive clean bonding surfaces and edges of honeycomb. 

Abrasive clean down inside of each cell 0.318 to 0.476 cm (1/8 
to 3/16 in.) all four directions. 

Type of blasting equipment: 

Pennwalt SS White-Industrial Products 
Abrasive Jet machining Unit, - Model K 
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Abrasi ve: 

Alrabraslve Powder No. 1 
Pressure: 

0.28 MPa (40 psi) 

1.5 Repeat 1.1. 

1.6 Weigh out and mix thoroughly 3 parts of BR-34 primer and 1 part 
of BR-34 thinner by weight. 

1.7 Using a medium bristled brush, prime bonding surfaces of the 
face sheet and end blocks, brushing primer in both directions. 

1.8 In a clean container (pan) pour primer to a depth of 
approximately 0.318 cm (0.125 in.). Set honeycomb (bonding 
surface down) in the primer, remove and shake off excess primer. 

1.9 Dry primer as follows: 

Room temperature for 30 min. 

378K (220°F) for 30 min., and 
483K (410°F) for 45 min. 

2. Assembly 

2.1 Remove the FM-34 adhesive from the freezer, allow package to 
warm up to room temperature before opening. 

2.2 Cut four pieces of adhesive 7.6 cm (3 in.) square (to match end 
blocks and facings). 

2.3 Remove the protective backing from one side of each piece. 

2.4 Position the adhesive squares on primed surfaces of each end 
block, and on one side of each facing. 

2.5 Press the adhesive into intimate contact with its substrate. 
Remove remaining protective film. 

2.6 Assemble the specimens using 0.154 x 7.6 x 7.6 cm (1/16 x 3 x 

3 in.) silicone sheet rubber on top and bottom of specimen, and 
bonding fixtures designed to maintain proper component 
alignment. 

2.7 During assembly insert a thermocouple (30 or 36 gauge) in the 
bond line between the end block and the facing at the bottom 

of the specimen. This thermocouple is to be used to control the 
bondline temperature. 

2.8 Enclose the fixture in a vacuum bag. 

2.9 Position the vacuum bag assembly on the press platen. 

2.10 Draw a full vacuum on the assembly. 
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2.11 Close the press to obtain upper platen contact with assembly* 
but only lowest possible positive pressure. 

2.12 Set temperature controller to 589 K (600°F) bond line 
temperature. 

2.13 Start heating specimen. 

2.14 When bond line reaches 405 K (270°F) apply 0.34 MPa (50 psl) 
pressure and continue heating. 

2.15 When bond line reaches 589 K (600°F) hold at this temperature 
for two hours. 

2.16 Cool to room temperature, 305 K (90°F) under pressure and 
vacuum. 

2.17 Remove specimen from bag and fixture. 

A. 1.3 Assembly and bonding procedures for sandwich beam flexure specimens 

1. Honeycomb preparation 

1.1 Spray honeycomb with liquid detergent inside and out. Leave to 
soak 2-4 minutes, rinse with running warm water 2-4 minutes and 
oven dry at 278 K (220°F) for 30 minutes. 

1.2 Vapor degrease 3-1 minutes in Freon. 

1.3 Mix BR-34 Adhesive as furnished (81% solids) with 0.0076-0.013 
cm (3-5 x 10"3 m. ) glass beads, 1 part BR-34 to 1 part beads. 

1.4 Using putty knife, completely fill all honeycomb cells, except 
the center 7.62 cm (3 in.), by blading mixture through cells 
from a single side. 

1.5 Clamp honeycomb to hold flat while curing BR-34. 

1.6 After clamping securely, allow filled honeycomb to air dry 1 
hour minimum. Place in oven at room temperature and raise 
temperature to 378 K 220°F. Hold for 2 hours. Slowly raise 
temperature 1.1-2. 8 K (2-5°F)/minute to 589 K (600°F) and hold 
for 2 hours. Let cool and remove from fixture. 

1.7 Remove excess BR-34/beads from honeycomb by sawing from edges 
and ends to obtain original dimensions. Grind top and bottom to 
expose core ends. Top and bottom surfaces shall be flat and 
parallel +0.003 cm (+0.001 in.). 

2. Cleaning and priming 

2.1 Record measurement of thickness taken from center of each facing 
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2.2 Hand wipe facings using clean cloth saturated with FCK solvent. 

2.3 Vapor degrease and rinse In Freon, facings and filled honeycomb. 

2.4 Abrasive clean bonding surfaces of facings and honeycomb with 
120 grit aluminum oxide grit. Set air pressure at 
(0.276-0.345 MPa (40-50 psl). Abrasive clean unfilled honeycomb 
cells by direction grit from four (4) directions (both sides) so 
as to clean (0.318 to 0.476 cm (1/8 to 3/16 In.) down Into 
cells. Do not blast excessively so as to erode honeycomb. 
(0.276-0.345 MPa (40-50 psl). Abrasive clean unfilled honeycomb 
cells by direction grit from four (4) directions (both sides) so 
as to clean (0.318 to 0.476 cm (1/8 to 3/16 In.) down Into 
cells. Do not blast excessively so as to erode honeycomb. 

2.5 Repeat Step 2.3. 

2.6 Remove primer from freezer and allow closed container to warm to 
room temperature before opening. Weigh out and mix thoroughly 3 
parts BR-34 Primer to 1 part thinner, by weight. Continue to 
mix primer during application to prevent settling. 

2.7 Using a medium bristled brush, prime bonding surfaces of facings 
and honeycomb. Apply primer 0.318 cm (1/8 in.) down into cells 
or unfilled portion of honeycomb. 

2.8 Dry primer as follows: 

Room temperature for 30 »:inutes, 

378K (220°F) for 30 minutes 
483K (410°F) for 45 minutes 

2.9 The cumulative time period from cleaning to bonding shall not 
exceed 72 hours. Parts shall be handled with white gloves after 
Step 2.2. 

3. Assembly and cure 

3.1 Remove FM-34 Adhesive from freezer and allow package to warm to 
room temperature before opening. 

3.2 Peel back protective backing and position primed surface of face 
sheets onto adhesive film. Cut around facings with razor blade. 

3.3 Place a strip of 0.159 cm (1/16 in.) silicone rubber sheet to 
match size of facing in bottom of cleaned and sprayed 
(Frekote-33) fixture. 

3.4 Place facing, honeycomb, facing (spacer strip if needed), and 

top of fixture into press. NOTE: Insert thermocouple bead at 

one end between bottom face sheet and honeycomb. 
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3.5 Bring platens up to touch. Set controllers to 600K (620°F) and 
apply heat until bondline temperature reaches 405K (270°F). 

Apply 0.345 MPa (50 psl) and continue heat rise until bondllne 
reaches 589K (600®F). Reset controllers to 589K (600°F) and 
hold for 2 hours. (Pack Q-felt or equal around fixture to limit 
heat loss.) 

3.6 Cool to below 339K (150°F) under pressure. 

3.7 Remove specimen from press and fixture. 
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A.2 Buckling Specimens 

To minimize the mass of the buckling specimens and still maintain the 
balanced symmetric quasi -isotropic nature of the facings it was decided to use 
the thinnest prepreg of Celion/PI conmercially available which is Celion 
3000/PMR-15. Celion 3000/PMR-15 has an average thickness per ply of about 
0.007 cm (0.0028 in.) as compared to 0.0166 cm (0.0065 in.) for Celion 
6000/PMR-15. The average fiber volume fraction of the Celion 3000 laminates 
is 61.6 percent as compared to 72 percent for the Celion 6000 laminates. 

A.2.1 Laminate fabrication 

Laminates of [0,+45,90] s Celion 3000/PMR-15 Gr/PI were B-staged by 
pulling a vacuum of 25.4 cm (10 in.) of Hg and holding a temperature of 491 K 
(425°F) for one hour. The vacuum pressure was maintained and the laminate was 
cooled to 339K (150°F) after which the vacuum was released and the laminate 
allowed to cool to room temperature. Following B-staging the laminates were 
vacuum bagged, two at a time as shown in figure ?4, and cured according to the 
cycle shown in figure 35. Laminate sheets were approximately 38 x 76 cm (15 x 
30 in.) and were trimmed to 33 x 30.5 cm (13 x 12 in.) sizes. Trimmed pieces 
of material were used to calculate T g , Vf, V v , specific gravity, and percent 
weight loss. 

A. 2. 2 Assembly and bonding procedures 

Glass/Poly imide honeycomb core (Hexel HRH-327-3/8-4) of various 
thicknesses (0.635, 1.27, 1.91, and 2.54 cm (0.25, 0.50, 0.75, and 1.00 in.)) 
were cut to buckling specimen dimensions (33 x 30.5 cm (13 x 12 in.)) and 
perforated at node bond lines as shown in figure 36. Perforating the core 
would allow the escape of any volatiles produced during the cure of the FM-34 
poly Imide adhesive and prevent otherwise trapped volatiles from producing weak 
bonds. The honeycomb core was potted at each end (2.54 cm (1.0 in.) in 
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length) with BR-34 liquid adhesive as shown in figure 37. The vacuum bag 
schematic and cure cycle for the end potting is shown in figure 38. After 
cure the filled ends of the honeycomb were machined flat and parallel as shown 
in figure 39. Tapered end tabs were machined from Glass/Pl laminates 0.635 cm 
(0.25 in.) thick and scalloped doublers were machined from 3 ply Glass/PI 
laminates. Figure 40 gives a view of the honeycomb core, scalloped doublers, 
tapered end tabs, stainless steel sheet, and Gr/PI facesheet. Faying surfaces 
of the assembly were primed with Br-34 and bonded using FM-34 film adhesive 
(0.059 kg/m^ (0.135 lbm/ft^)). The cure and post cure cycles used for 
secondary bonding are given in figures 41 and 42. After cure, slots were 
machined in the potted ends of the specimens and alignment sheets were 
inserted and bonded. Figure 43 gives an end view of a fabricated buckling 
specimen and figure 44 gives a view of the entire panel. Dimensions of the 
panels are given in the schematic diagram shown in figure 45. 

A. 3 Quality Control 

Quality control of prepreg and processing technique is necessary to 
insure manufacture of laminates and sandwich panels with repeatable 
properties. Nondestructive evaluation of the laminates and bonded specimens 
is also necessary to insure structural integrity. A discussion of the 
extensive quality control procedures for composite structural elements for the 
CASTS program is given in reference 17. In addition to quality control 
procedures for prepreg, resin, and adhesive and nondestructive evaluation of 
laminates, the bonded specimens were also ultrasonically scanned to check 
honeycomb core-to-facing bonds. The thickness of each individual facing and 
completed sandwich panel was measured at six panel locations (as shown in 
figure 45) and average values and maximum deviations are noted in Table 6. 
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Digitized readouts of 45 points over each face of every panel were recorded 


and a curve fit 
46 is a typical 
displacement or 


routine used to plot surface waviness of each panel, 
plot of the waviness of a sandwich pane ; the maximum 
Irregularity, 6 max , was recorded for each panel. 


Figure 
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APPENDIX B 


LAMINATE THEORY 


Laminate theory is used to predict the average elastic material behavior 

of the facings and compare re c Jlts with experimental calculations The theory 

assumes that Individual lamina behave orthotroplcally, on a macroscopic level, 

and that material properties of laminate composed of several lamina oriented 

at various angles with respect to one another can be determined using 

Kirchholf plate assumptions. The theory is presented briefly below; a more 

detailed description can be found in references 4 5 and 46. 

Lamina and laminate geometries and coordinate systems are shown in figure 

47. The lamina coordinate system (fig. 47a) is aligned with the principle 

material directions of lami.ia, parallel (1) and perpendicular (2) to the 

fibers. The laminate coordinate system (fig. 47b), however, usually 

corresponds to loadinq directions and does not often correspond with the 

% 

principle material directions of a ply or lamina. Since each lamina is 
asusmed to be homogenuous, orthotropic, and loaded in a state of plane stress, 
the stress-strain relations in the natural coordinate syst . are 


a 

a 
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Qll Q12 

Sl2 ?22 
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(B.l) 


where 


Qll ■ Eji/M-Uiz M2i) 

Q22 = E22M1-P12 U2l) 

Ql2 = ^21 E ll/(l-ui2 ^21) = ^12^22/ (1~> J 12 ^2l) 

Q66 * g 12 
Ql6 = Q26 = 0 


(l,.2) 
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where from the reciprocal relation 


»*21 e 11 * »»12 e 22 ( b * 3 ) 
In any other coordinate system In the plane of the lamina the stresses 

can be expressed as 



where the transformed stiffness matrix [Q], is calculated from the reduced 
stiffness matrix and *»*ansformation matrix [T] 
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cosje sin 2 © 

sin 2 9 cos z 6 

-sin ©cos 9 sin ©cos 0 


2sin© cos 6 
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(B.5) 


as 

[Q] = CT]' 1 CQ] CT]" 1 


(B.6) 


where © is the angle between the fiber direction and the 'aminate x-axIs taken 
as positive as shown in figure 47a. 

Qll = Qucos 4 6 + 2(Qi2 + 2Q66)sin 2 0cos 2 6 + Q22Sin 4 6 
Ql2 = (Qll + Q22 “4Q66)sin 2 0cos 2 6 Qt 2 (sin 4 t- + cos 4 e) 

022 = Qiisin 4 © + 2(Q^2 + 2Q66)sin 2 0cos 2 0 + Q22 cos 4 0 (B.7) 

0l6 = (Qll " Ql2 ‘ 2Q 6 6)sin0cos 3 0 + (Q12 - Q22 + 2Q 6 G)$in 3 0cos© 

Q26 = (Qll ' Ql2 ' 2Q 6 6)sin 3 6cos0 + (Q12 ” Q22 + 2Q66)sin6cos 3 6 

§66 = (Qll * Q22 " 2 Ql2 ‘ 2Q66)sin 2 ecos 2 6 + Qg6 (sin 4 0 + cos 4 0) 

The resultant forces and moments acting on a laminate are obtained by the 
integration of the stresses in each lamina through the thickness of the 
laminate as 
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the stresses, a, can be expressed In each lamina as a function of laminate 
middle surface strains and curvatures using the Kirchhof-Love hypothesis as 


Mk * MUM + 


Since the state of stress is assumed constant over each lamina equation (3.8) 
can be rewritten for an n-ply laminate as 
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■£ / 
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dz 
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a xy k 


substituting equations B.9 and B.10 into eq. B.8 gives 

< h > 

M -tj |H + z {<}| zdz 


|N{ = [A] + [B] |k| 

|m| = [B] jeoj + [D] |k| 
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where 
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*® k (z k - z k-i 

k-1 
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- 0 
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For the case of a symmetric laminate with no applied bending moment, such 
as the case of this study, the average elastic properties of the laminate can 
be expressed as 


F s 1 ~ _ l£ 
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y 2H> 22 

x _ 1 - . -Jl2 
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where [a] = [A]~* 

since only a quasi -isotropic laminate is considered in the present study and 
because its balanced symmetric Ajg = A25 = 0 and the matrix [a] is: 


Ca] 


A 22 

A a -A ^ 
M 11 M 22 ft 12 



A 11 A 12‘ A 12 

0 


-A 


12 


A 11 A 22“ A 12 


'll 


A 11 A 22 A 12 


A, 


0 

1_ 

l 66 


(B.14) 
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and therefore: 



since the laminate is quasi-isotropic An « A22» hence 
E x a Ey and * Uy X 
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APPENDIX C 


FUNDAMENTAL EQUATIONS OF SMALL-DEFLECTION SANDWICH PLATE THEORY USED IN THE 

PRESENT STUDY 


The overall or general buc. ng analysis uses the snail -deflection theory 
for orthotropic sandwich plates and shells presented in references 35 and 36. 
The theory assumes that the materials are elastic, deflections are small 
compared to the panel thickness and that the thickness is small compared to 
the other dimensions of the panel (see figure 48). The analysis also assumes 
an antiplane core (modulus of elasticity of core in planes parallel to the 
ratings is assumed zero but the shear modulus in planes perpendicular to the 
facings is finite) having an infinite stiffness normal to the planes of the 
facings. 

Five equations relating force equilibrium in the x-, y-, and z-directions 
and moment equilibrium in the x- and y-di recti ons and six equations relating 
middle surface forces and moments with middle surface strains are presented in 
reference 36 and reduced to three equations in three unknowns Q x , Qy and w as 
shown below: 



(C.l) 


(C.2) 
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and assuming the radius of curvature r » • as It does for flat plates and that 
only In-plane biaxial normal loads are applied, the third equation Is: 



(C.3) 


For simply supported boundary conditions along all four edges In which 
all points In the boundary (not just those on the middle plane) are prevented 
from moving parallel to the edges the boundary conditions x * 0 or x « t are 
w = M x = V = N x = Qy = 0 and at a boundary y s Oory*barew»Hy*u» 

Ny = Q x * 0 (refs. 35 and 36). Assumed trigonometric solutions for w, Q x , and 
Qy which satisfy these boundary conditions are, from reference 28 

w = A sin sin 

Q n m x riTrv 

y ■ B sin T cos J S L (C 4) 

Q x = C cos sin ^ 

If equations (C.4) are substituted into equations (C.l), (C.2), and (C.3) and 
the symmetry relationship 

u x Dy = WyD X (C.5) 

which was derived in reference 35 using Maxwell -Betti 's reciprocal theorem Is used, 
you obtain the following exnression (ref. 28) 
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N /""f n /"’f - u W 22 U 13 *“33 W 12 " 2W 12 W 13“ 

", (r) "y (r) - "11 J--Z 


22" 33 "23 


"a * (rf * “a (rf (rf * »y (?)' 
“a - » y (rf * °f (rf (?) 

“n - »x (rf ♦ ¥ (Hrf 
“22 ^ * °y (r ) 2 ♦ ¥ (rf 

“23 ■ ^ (?) (?) 

“33 * \ * «, (?f * ¥ (?/ 

D„ = 2 D +uO + u 0 
12 xy Vy yx 

S x = l-»i x y y * °y * l-M x Py 


(C.6) 


(C.7) 


The buckling load of a plate is obtained from equations C.6 and C.7 by 
minimizing with respect to m and n, the number of half waves in the buckle 
pattern in the length and width directions of the plate, respectively. The 
smallest n consistent with the assumption of simply supported plates is n * 1. 
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APPENDIX D 


LOCAL BUCKLING FORMULAS USED IN THE PRESENT STUDY 

There are several instability modes which can cause failure of a sandwich 
structure; as shown in figure 49 they are: Intracellular buckling (face 

dimpling), face wrinkling (either symmetric or antisynmetric), and shear 
crimping. Intracellular buckling 1$ a localized mode of Instability which 
occurs only when the core is not continuous, as in the case of honeycomb or 
corrugated cores. As shown in figure 43a, the facings buckle In a plate-like 
fashion directly above core cells, with cell edges acting as edge supports. 
These buckles can deform sufficiently to cause permanent, plastic deformations 
and can eventually lead to the face wrinkling instability mode (fig. 49b). 

The face wrinkling mode is a localized buckling of the facings in which the 
wavelengths of the buckles is of the same order as the thickness of the core. 
Depending on the nature of the material properties of the core the facings can 
buckle symmetrically or antisymmetrically. For the case of honeycomb cores, 
in which the elastic modulus parallel to the facings is very low compared to 
the modulus in the direction perpendicular to the facings, failure is usually 
by symmetric wrinkling (ref. 44). Depending on the tensile and compressive 
l rengths of the core material in the z-direction and the flatwise tensile 
strength of the bond between the facings and the core, the sandwich panel can 
fail in several ways as shown in figure 50. 

Shear crimping (fig. 49c) is considered to be a special fonn of general 
instability for which the buckle wavelength is very short due to a low 
transverse shear modulus of the core. This mode occurs suddenly and usually 
causes the core to fail in shear, however, it may also cause a shear failure 
in the core-to-facing bond. 
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There are many references concerning the analysis and prediction of local 
Instability inodes of failure of samfcilch structures (refs. 20 to 22, 24, 25, 
and 4? to 49). Formulas for predicting local Instability vary among 
references and for that reason several methods mere used to predict local 
failure loads an upper and lower bound were calculated for various failure 
modes and sandwich panel thicknesses. The formulas for local buckling of a 
sandwich panel subject to uniaxial compression and appropriate references are 
given as follows: 

Intracellular buckling 

from references 21, and 47 to 49 for Istoroplc facings: 



where Ef Is the facing modulus, tf Is the facing thickness, and s Is the 


honeycomb cell size, from reference 24 

2 


*d1m 




(D.2) 


from reference 25, assuming orthotropic faces 


_ 00 „ , 2 ]AA 

- °' 825 -5 [\ 4 V Vyx 'l V * \p) 


(0.3) 


w>sre Ef and Ef are the facing shear moduli in the x- and y-directlon 
x x 

respectively and Gf X y Is the facing shear modulus In the ^y plane 
For Isotropic faces equation (D.3) reduces to 


°dim ' °- 8W 
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Facing Wrinkling (Symmetric) 

From references 21 and 48 lower and upper bounds on wrinkling stress are 
respectl vely 


wr 


0.33 



(lower bound) 


U*.4) 


and 


v ■ °- 82 



(upper bound) 


(0.5) 


where E Cz Is the modulus of the core In the direction normal to the facings 
and t c is the thickness of the core from reference 48 accounting for initial 
facing Inperfections 



where F c is the flatwise sandwich strength and 6 is the amplitude of initial 
waviness in the facings, 
from reference 24 
for t c /t f < 50 

v *°- 5 < Vc ^> 1/3 

and for t r /tf > 50 

1/3 <°- 

V ■ O- 76 (G c KZ E c 2 E f> ' 
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from reference 18 


IT 


wr y 


D F n m2 + 2 (d f 12 +2 V ( ^ )2 + "5 $ 


2 E C 
c z 

+ — y-jr 

tf^ITTI 


Shear Crimping 


( 0 . 8 ) 


From reference 21 



and from reference 47 



(0.9) 


(D.10) 
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TABLE 1 - CURE CYCLES OF FLATWISE TENSILE SPECIMENS 


CURE CYCLE 
NUMBER 

DESCRIPTION 

1 

Vacuum + 0.34 W>a (50 psi) at R. T. 

Cure to 589K (600°F) 8 5 K/min. (9°/min) hold for 2 hours 
No post cure 

2 

Vacuum +0.34 MPa (50 psi) at R. T. 

Cure to 450K (350°F) § 5 K/min. (9°F/min. ) hold for 2 hours 
Post cure at 589 K (600°F) hold at temp, for 2 hours with clamps 

3 

Same as cure #1 but bond top and bottom facings separately 
with facings to be bonded on bottom 

4 

’.‘acuum +0.34 MPa (50 psi) at R. T. 

Cure to 616 K (650°F) § 5 K/min. (9°F/min.) hold for 1.5 hours 

5 

Sarae as cure #1 but don't apply vacuum 
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TABLE 2. - FLATWISE TENSILE TEST RESULTS OF CURE CYCLE BOND STUDY 
(Core density ■ 96 kg/m 3 (6 lbf/ft 3 ) 

A) Room Temperature 


Specimen 

Cure Cycle 


% 

Description of 

Number 

Number 

Failure 



Obf) 

(psl) 


32078-1 

1 

18.90 

3.25 

Failed between facing 



(4250) 

(472) 

and core. Facing 
delaminated also. 

32078-2 

1 



Failed between facing 





and core. Facing 
delaminated. 

321 78-1 

2 


2.80 

Facing delamination 




(406) 

32178-2 

2 


■EEQHI 

Failed between facing 




| 

and core 

32278-1 

4 

WMSEMM 

■ 

Facing delamination 




mn 

32278-2 

4 


3.05 

Facing delamination 



(3980) 

(442) 

32378-1 

5 

21.13 

3.64 

Failed between facing 


1 

(4750) 

(528) 

and core 

32378-2 

5 


4.00 

Facing delamination 




(580) 

32778-1 

3 

■■ 

HUH 

Failed second bond 




WmsM 

between facing and core 

32778-2 

1 

3 

m 

2.76 

Failed second bond 

1 


mMBM 

(400) 

between facing and core 


B) 589 K (600°F) 


40578-1 

1 

7.918 

(1780) 

1.37 

(198) 

Failed between facing 
and core 

40578-2 

1 

8.363 

1.44 

Failed between facing 



(1880) 

(209) 

and core 

40778-1 

l a 


1.94 

Failed between facing 




(281) 

and core 

40778-2 

l a 

n 

■■ 

Failed between facing 



HI 

■■ 

and core 

41378-1 

5 

■■K5H 

0.848 

Failed between facing 




(123) 

- 

and core 

41378-2 

5 

6.139 


Failed between facing 



(1380) 

— 


and core 


a s ame as co** 6 cycle #1 but cure to 603 K (525°F) 60 



























































TABLE 3. - FLATWISE TENSILE TEST RESULTS 
a) FM-34 film adhesive, cure cycle #1 with cure temp. - 603K (625°K) 



Specimen 

Number 


Temp. Core 
K Density 

(°F) kg/m“ 
(lbm/ft 3 ) 


13.12 

(2950) 


VS 

(psi ) 


2.26 

(328) 


3.75 

(544) 



4.18 

(606) 


Description of 
Failure 


Facing delamination 


Facing delamination 


Failed between 
facing and core 


Failed between 
facing and core 


Failed between end- 
block and facing 


Failed between end- 
block and facing 


Facing delamination 


Failed between 
facing and core 


Facing delamination 


Failed between 
facing and core 


Facing delamination 


Failed between 
facing and core 


Failed between 
facing and core 


Failed between 
facing and core 


Facing delamination 


Failed between 
facing and core 






























































TABLE 3. - FLATWISE TENSILE TEST RESULTS 
b) Br-34 cell edge adhesive, cure cycle #1, R.T. 


1.58 

(229) 


0.97 

(141) 


0.99 

(144) 



Description of 
Failure 


Failed between block and 
faci ng 


Failed between block and 
facing 


Failed between block and 
facing 


Facing delamination 
(localized around cell 
edges) 


Facing delamination 
(localized around cell 
edges) 


Facing delamination 
(localized around cell 
edges) 


Facing delamination 
(localized around cell 
edges ) 


Facing delamination 
(localized around cell 
edges) 


F 1 between facing 
arK .ore 


Facing delamination (not 
localized) 


Failed immediately at 
very low load between 
block and facing 


Failed immediately at 
very low load between 
block and facing 


Facing delamination 


Facing delamination 











































COEFFICIENTS OF POLYNOMIALS USED. TO CURVE FIT DATA 
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TABLE 5. - SUMMARY OF SANDWICH BEAM FLEXURE TESTS OF [0, +45, 90, -45 L Cel ion 6000/PMR-15 

a) SI UNITS 
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TABLE 5. - SUMMARY OF SANDWICH BEAM FLEXURE TESTS OF [0,+45,90,-45] s Cel Ion 6000/PMR-15 
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TABLE 6. - SIGNIFICANT PANEL PARAMETERS 
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TABLE 7. - SUMMARY OF ROOM TEMPERATURE WRINKLING PANEL RESULTS 
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TABLE 8. - SUMMARY OF ROOM TEMPERATURE RESULTS OF OVERALL BUCKLING PANELS 
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IESJVE RUPTURE 



Figure 2.- Failed flatwise 
(Room temperature 
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Figure 9.- Tensile stress - and tangent modulus - vs. - strain behavior 
of [0, +45, 90, -45] s Celion 6000/PMR-15 at room temperature 
(tests 3, 4, 5, and 19). 
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Figure 10.- Compressive stress-and tangent modulus- vs. -strain behavior of [0 » +45, 90, -45] 
Celion 6000/PMR-15 at room temperature (tests 14,18,20, and 27). 
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Figure 11.- Tensile stress - and tangent modulus - vs. - strain behavior 
of [0, +45, 90, -45]. Cel ion 6000/PMR-15 at 11 6K (-250° F) 

(tests 6, 13, 15, and 23). 
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Figure 12.- Compressive stress-and tangent modulus-vs. -strain behavior of [0, +45, 90, -45] 
Cel ion 6000/PMR-15 at 116K (-250°F) (tests 8,21,25, and 26). 
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Fiqure 13.- Tensile stress - and tangent modulus - vs. strain behavior 
'of [0, +45, 90, -45]_ Cel ion 6000/PMR-15 at 589K (600° F) 

(tests 22, 9, 16, and 7). 
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Figure 14.- Compressive stress-and tangent modulus-vs. strain behavior of [0,+45,90,-45] 
Cel ion 6000/PMR-15 at 589K (600°F) (tests 10,11,12, and 28). 
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with glass/polyimide honeycomb core simply -supported along all 
edges and subject to an edgewise compressive load- 


Figure 18.- Buckling specimen. 
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specifiers in 












Figure 21.- Schematic diagram of strain gage locations on buckling specimens. 
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Figure 22.- Strain variation across panel .vidth during loading. 
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Figure 22.- Concluded. 
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(a) Panel number 75010 

Figure 23.- Back-to-back stress-vs . -strain results at four locations on the wrinkling specimens. 
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(b) Panel number 75012 
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Figure 27.- Back-to-back stress - vs. - strain results of 
overall buckling specimens. 
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(b) Panel number 7254. 
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Figure 27,- Continued. 
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(d) p anel number 7256. 





uckling specimen (Panel number 7251 

















Figure 



Figure 3Q„- Moire fringe patterns of overall buckling specimen 

(Panel number 7251), 




Figure 30,- Contln 
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Figure 42.- FM-34 postcure cycle 
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Figure 47.- Lamina and laminate geometry. 





131 








-Q 

E 

O 

U 

& 

c 

o 

-C 


<0 


4 - lA 
O 

V, 3 
C, 4-> 
*0 U 

§ 3 
U 
4 -> 

>> 


*— U 
-r- *r 
-O 3t 
CO TO 
C 

W1 <0 

C ^ 


<o 

u 

o 


I 

ar* 

*t 


3 

cr> 


132 






